To:  Peterson,  Cynthia[Peterson. Cynthia@epa.gov] 

From:  Google  Alerts 

Sent:  Mon  8/24/2015  12:02:32  AM 

Subject:  Google  Alert  - gold  king  mine 


gold  king  mine 

Daily  update  August  24,  2015 

NEWS 


ERA  aware  of  'blowout'  risk  for  toxic  water  at  Gold  King  Mine 

KP AX-TV  " 


Newly  released  internal  documents  from  the  Environmental  Protection  Agency  show  government  contractors 
warned  EPA  managers  about  the  ... 

ERA  Knew  Of  'Blowout'  Risk  For  Tainted  Water  At  Gold  Mine  - CBS  Local 

EPA  likely  not  prepared  for  scope  of  Gold  King  Mine  blowout  - The  Durango  Herald 

EPA  Knew  Of  'Blowout'  Risk  For  Toxic  Wastewater  At  Colorado  Gold  Mine  - Headlines  & Global  News 
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Gold  King  Mine  spill  is  a warning  about  long-term  consequences 


The  Denver  Post  (blog) 

As  we  think  about  the  plight  of  the  Navajo  farmers  facing  toxic  waters  downstream  from  the  Gold  King  Mine, 
we  must  not  forget  that  the  bitter  pill  they  ... 

Legal  experts  sav  they  need  more  time  to  determine  mine  spill  fallout  - Farmington  Daily  Times 

Full  Coverage 
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G izmodo  on  Twitter:  "EPA  knew  of  "blowout"  risk  at  Gold  King  Mine: 
http://t.co/BtMe06CNnW  http://t ... 

twitter.com 

@Gizmodo  Omg  , I almost  thought  that  it  vaporize  into  the  clouds  & spread  more  poison  threw  rain  D 
our  water  reserves.  0 retweets  0 ... 
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